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2, 31 DEC [| _]xearn S.9 WORKING NET BETWEEN 1000 AND 13002. 


[ _]uearn $.8 at 12002 ann[ HEARD S6 ON 18048 KCS, NOTHING. 
HEARD AFTER 13002 OF EITHER STATION ON ANY OF THREE FREQS. 
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5.9 AT 12002 [HEARD $.9 ON BOTH ITS FREQS. NOTHING HEARD 
OF AFTER NOON TESTS. 

4, 2 JAN WHOLE NET HEARD S.5 TO S.9 UNTIL 12302. [| 
HEARD OVER $.9 AT 12002. | ]nearD OVER S.9 ALSO ON BOTH FREQS 
ON 1200 TESTS. NOTHING HEARD EITHER STATION ON LATER TESTS. 


5. 3S JAN. NET HEARD S.6 TO S.8 FROM. 06350 TO 1330. a 
HEARD OVER S.9 AT 1200Z AND 13742 BUT NOT HEARD LATER. 


HEARD $48 CALLING [at 12002 ON Low FREQ BUY NOT HEARD ON 
HIGHER FREQ. STILL WORKING NET AT 1330.” NOTHING HEARD ON 1600 
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8. 14930.0 GENERALLY CLEAR THIS STATION BUT AFTER 12002 
25X1A STATION[ | COMES ON FREQ. [SIGNAL OVERRIDES Q.ReM 25X1A 
25X14 ALWAYS « [fis STATION IN [ AND LISTED IN BERNE 800K 25X14 
FOR THIS FREQ. | 
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